Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 16369 160931Z 
15 

ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 RSC-01 /021 W 

073760 

R 160920Z DEC 74 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 6592 
INFO AMEMBASSY PARIS 

UNCLAS LONDON 16369 

E.O. 11652: N/A 
TAGS: BEXP, FR, UK 

SUBJECT: MARKET RESEARCH: AIR/WATER PURIFICATION AND 
POLLUTION CONTROL EQUIPMENT (FRANCE) 

REF: LONDON 14624 

1. POST HAD DETAILED DISCUSSION WITH COOPERS AND LYBRAND 
PROJECT MANAGER 12/13 PRIOR SUBMISSION OF FINAL REPORT 
O/A 12/19. DESPITE DIFFICULTIES RAISED BY FRENCH LABOR 
DISTURBANCES DURING PAST TWO MONTHS. COTRACTOR HAS 
ASSEMBLED THOROUGH AND (WITHIN CONFINES OF SPECS) 
IMAGINATIVELY-EXECUTED STUDY. PRINCIPAL WEAKNESSES ARE 
IN MAJOR PROJECTS AND PROJECTED INVESTMENT AREAS. WHICH 
SYMPTOMATIC OF GENERAL UNCERTAINTY IN HOST ECONOMY PLUS 
ABSENCE TO DATE OF RELEVANT GOF DIRECTION. SITUATION 

IS HARDLY UNIQUE AND FINAL VERSION WILL CONTAIN BRIEF 
BACKGROUND TO THIS UNCERTAINTY AND SUGGEST RE-EX AMIN- 
ATION OF FRENCH MARKET AFTER CENTRAL GOVERNMENT 
ANNOUNCES "GRANDE LIGNE" FOR INDUSTRY, NOW 
EXPECTED FOR MAY. 

2. ADVANCE COPIES OF COMPLETED REPORT WIL BE AIR- 
MAILED VIA FPO AS QUICKLY AS RECEIVED. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LONDON16369 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740364-0544 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 232/aaaabbof. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 74 LONDON 14624 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 SEP 2002 by ReddocGW>; APPROVED <14 JAN 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MARKET RESEARCH: AIR/WATER PURIFICATION AND POLLUTION CONTROL EQUIPMENT (FRANCE) 
TAGS: BEXP, FR, UK 
To: STATE 
Type: TE 
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